To:  Manzanilla,  Enrique[Manzanilla. Enrique@epa.gov] 

Cc:  Crossland,  Ronnie[Crossland. Ronnie@epa.gov] 

From:  Edlund,  Carl 

Sent:  Sun  8/9/201 5 3:46:28  AM 

Subject:  RE:  Gold  King  Mine-POCs 

Good. ..if  you  want  help,  let  us  know. 

Sent  from  my  Windows  Phone 


From : Manzanilla.  Enrique 

Sent:  8/8/2015  7:40  PM 

To:  Edlund.  Carl 

Subject:  Re:  Gold  King  Mine-POCs 


Thanks  Carl. 


We  had  a call  with  the  Navajo  Nation  earlier  today  and  discussed  outreach  to  chapter 
houses.  So  we  will  figure  that  one  out.  We're  sending  our  Navajo  fluent  CIC  (Secody 
Hubbard)  along  with  the  Cl  supervisor  (David  Yogi)  tomorrow  and  we  will  be  working 
with  Navajo  Nation  on  community  meetings,  etc. 


From:  Edlund,  Carl 

Sent:  Saturday,  August  8,  2015  4:53  PM 

To:  Manzanilla,  Enrique 

Subject:  FW:  Gold  King  Mine-POCs 

FYL.One  bright  spot  was  that  Navajos  were  interested  in  having  EPA  give  a chapter  house  brief 
at  2:00  MST  I told  Mark  that  R-9  had  the  stick  on  this. 

Sent  from  my  Windows  Phone 


From:  Haves,  Mark 

Sent:  8/8/2015  6:04  PM 

To:  Phillips.  Pam;  Edlund,  Carl;  Crossland.  Ronnie;  Petersen.  Chris;  Webster.  Susan;  Foster. 
Althea 

Cc:  Restivo,  Angela;  Rauscher,  Jon;  Rinehart,  Jon 

Subject:  Gold  King  Mine-POCs 


Navajo  Nation 
Pete  Atcitty 
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ED  000552D  00003113-00001 


T:928-871-7160 


Personal  Phone/Ex.  6 j 

petekenatcittv@navaio-nsn.gov 

Farmington  Police 
Sgt.  Byers 
505-608-1464 
505-608-1464 

cbyers@fmtn.org 

Farmington  Fire  Dept. 

Chief  Terry  Page 
0:505-599-1430 

| Personal  Phone/Ex.  6 j 

i 

tpage@firenet.org 

Kern  Carpenter 

San  Juan  County  Executive  Office 

j Personal  Phone/Ex.  6 i 

L ! 


Edward  Smylie 

Farmington  Emergency  Manager 
Personal  Phone/Ex.  6 j 

esmylie@fmtn.org 
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Mark  Hayes 

On-Scene  Coordinator 

US  Environmental  Protection  Agency  Region  6 
Superfund  Division  (6SF-PR) 

1445  Ross  Ave.  Ste  1200 
Dallas,  TX  75202 
O:  214-665-2705 
M:  214-232-7134 
F:  214-665-7447 
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